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TAT 
REMOTE-CUTOFF PENTODE 


GENERAL DATA 


Electrical: 
Heater, for Unipotential Cathode: 
6. 


Current. . 
Direct Interelectrode. Capaci tances: o 
Grid No.1 to Plate. . 0.005 max. 


Lock-in 8-Pin 
EEE BV. 


Pin 1—Heater Pin 6 -Grid No.1 


Pin 2-Plate i Pin 7 -Cathode 

Pin 3-Grid No.2 Pin 8- Heater 

Pin 4 -Grid No.3 Plug -Base 

Pin 5- internal Shel} 
Shield 


Maximum Ratings, Characteristics, and Typical Operating 


Conditions are the same as those for Type 6SK7 


O kominal voltage = 7.0 volts. 


o0 Kominal current = 0.32 ampere. 
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